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3. REPORTING FACILITY f List all locations whnrp Wara hnij«aH rv iieAW 


2 high, b7F 


Ipi teeing, or axperlmentaHon, or held for these purposes. Attach additional sheets if necessary ) 


DNS ( Sites ) - See Atached Listing 



■ ur BY UK UNDER CONTROL OF RESEARCH FACILITY t Attach addlHonal sheets If necessary or use APHIS Form 7023A ) 


Aninnals Covered 
By The Animal 
Welfare Regulations 


Nunter of animal 
being bred, 
conditioned, or 
held for use In 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Ca Numb^of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use a 
pairvrelieving 
drugs. 


Da Number of animals upon 
which experiments, 
teadtlng, research; 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesttietic, analgesic, or 
tranquHIzing drugs were 
used. 


E. Number of animats upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animaJs and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procadures, nos 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures, 
producing pain or distress In these animaEs and the reas< 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

(COLUMNS 
C + D + E 1 





leacnmg, testing, surgery, or experimentation were followed by this research facility. 
2) Each principal investigator has considered ailemaUves to painful procedures. 


bbe.e.planq,irMhre«.;^,ts":“ «• Iden.ifyinfl ,he lACUC-approved exceprons, ,hisL™™ry in': 

4} The allendnB veterinarian for this research facility has appropriate authority to ensure the provisipn of adequate veterinary care and to oversee the adequacy of other aspecii of animal care and use. 
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